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MEMORANDUM FOR THE RECORD 
25X1 A SUBJECT: Project f 

1. On 26 January 1967, the undersigned attended a meeting 

with representatives of COMOR, ORD and the Joint Atomic Energy 
Intelligence Committee (JAEIC) . The primary purpose of the 
meeting was to determine what actions are required to ge nerate 
a requirement, to which OSA can respond, for the Project 
operational mission. 

2. In addition to the undersigned, the following personnel 
participated in the meeting: 

Dr. Donald Chamberlain, Chairman, JAEIC 
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Chairman, COMOR 


CIA member, COMOR 


ORD/DDS&T 

ORD/DDS&T 


3. | outlined the 

gave a short description of the \_ 
function . 


>e of the meeting and 
equipment and its 


A. i)r. Chamberlain staled lha L JAEIC has a requirement 
for the information which \ | should provide and that he, 

25X1 A as Chairman of JAEIC, would prepare a memorandum stating this 

requirement. He added, ho wever, th at the DCI might desire to 

limit knowledge of Project to Agency personnel and 

instead of running the requirement through COMOR for USIB 
approval, might prefer to use the JAEIC memorandum as justifi- 
cation for mission approval by the 303 Committee. 
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5. It was not determined who should 2, \) £ O ach the DCI 
for this decision, but it was suggested that General Bacalis 
and Dr. Chamberlain resolve this question after OSA receives 
the JAEIC memorandum. 


SftHED 

25X1 A 

25X1 A C/IDEA/O/OSA 


C/IDEA/O/OSA 
Distribution 
#1 - D/SA 
#2 - D/O/OSA 
rr3 - IDEA/O/OSA 
#4 - INTEL/O/OSA 
#5 - RB/OSA 
#6 - Holdback 


aea (27 Jan 67) 
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